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E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, IT 

SUBJECT: FDA REPRESENTATIVE PROVIDING TECHNICAL 

AND CONSULTATIVE ASSISTANCE TO FOREIGN PHARMACEUTICAL 

MANUFACTURER 

1 . FDA ADVISES THAT MR. RICHARD MCDERMAID, CHIEF FOREIGN 
INSPECTION SERVICE, EXECUTIVE DIRECTOR FOR REGIONAL 
OPERATIONS, WILL BE IN ITALY JANUARY 24 - 29, 1976. 

2. MR. MCDERMAID WILL VISIT LARK PHARMACEUTICALS 
JANUARY 26 - 28, 1976 TO DETERMINE IF THE FIRM'S FACILITIES 
AND OPERATIONS ARE IN ACCORDANCE WITH CURRENT GOOD 
MANUFACTURING PRACTICE REGULATIONS AND HE WILL REPORT ANY 
SIGNIFICANT DEVIATIONS WHICH WOULD HAVE AN ADVERSE EFFECT 
UPON THE SAFETY AND EFFICACY OF DRUGS BEING IMPORTED INTO 
THE UNITED STATES. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. KISSINGER 
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Decaption Note: 
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Disposition Comment: 
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Document Number: 1976STATE012330 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, M.D.: AMS 
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Executive Order: N/A 

Errors: N/A 

Film Number: D760018-0818 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
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Page Count: 1 

Previous Channel Indicators: n/a 
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Reference: n/a 
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